FROM BABUJEE

Report found by doctor who had left native assistant
in charge of serious case :

ii.     a.m.   Patient in low degree.

11.30 a.m.   Patient in the sink.

12.0  N.       Patient on the flit,

12.5   p.m.    Patient flut.

tTHE   END
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